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Washington, D.C. 20505 


29 November 1976 



Dr. James B. Rhoads i 

Archivist of the United States 
National Archives and Records Service 
Seventh Street and Pennsylvania Avenue, N.W 
Washington, D.C. 20408 ’ * 

Dear Dr. Rhoads: A 


-ST.Sffi'S ScSS‘SiSf'- 

i^the ^enclosed ^t^e^ofe T ' 

?eeue^ y tha? t tS ti0 K f ° r the reasons indicated I ££eby 
December *3 l^of^the^year^indicatedf *** 

orig inal h C orrespondence b with i t he t Roos eve It ^Library" *$? • 


• Sincerely, 



E. H. Knoche 
Acting Director 


Enclosure 

IPS/CHS/CES/lb; 4 Nov 76 
Distribution: 

Original - Addressee (w/encl) 

1 - IPS Chrono 
1 - IPS Subject (w/encl) 
1 - DDO/ISG/DIM (w/encl) 
1 - ISAS (w/encl) 

1 t'ER/O/DCI (76-5720) 
1^- AI/DDA 
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COMPARATIVE STATISTICAL SUMMARY OF PRESIDENTIAL LIBRARIES 
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HOOVER 

ROOSEVELT 

TRUMAN 

EISENHOWER 

KENNEDY 

JOHNSON 

Size of Building 

Gross sq. ft. 

28,461 

53,474 

80,550 

83, 627^ 
70,694—^ 


150,000 

Net Usable ft. 

25,751 

42,545 

55,330 

9,000 

103,000 

Site 

Land Area (acres) 

331/ 

16 

13 

13.4 

10 

14 

Holdings 

Manuscript on Paper (pgs) 

4,763,132 

20,886,005 

9,792,000 

16,600,053 

15,236,645 

31,620,169 

Manuscript on Microfilm (pgs) 

— 

913,499 



52,800 

2,511,200 

6,435,101 

Photographs i 

9,488 

96,990 

59,619 

75,958 

62,099 

505,670 

Motion Picture Film (ft) 1 

72,274 

158,803 

| 155,658 

585,230 

1,542,440 

511,467 

Sound Recordings (discs tapes) 

! 577 

3,238 

2,366 

2,265 

2,063 

5,631 

Oral History Transcripts (pgs) 

1 10,089 

537 

6,607 

13,678 

19,010 

994 

Museum Objects 

! 2,746 

20,491 

11,174 

17,030 

10,297 

33,457 

Books 1 

16,365 

t 35,039 

41,189 

22,846 

16,592 

11,434 

Other Printed Items i 

19,923 

1 

i 53,344 | 

: 1 

51,541 

17,323 

i 

18,143 

15,897 


Reference Services (FY 1972) 


Researcher Visits 

563 

I 1,604 ' 

681 

' 173 

389 

1 185 

Items Furnished 

5,105 

22,512 

9,662 

6,980 

6,493 

34,233 

Reproductions Furnished 

24,303 

193,954 j 

14,672 

17,341 

i 4 > 822 

1 64,471 


Museum Visitors (FY 1972) 


81,989 


185,138 


187,866 


318,684 

347,768-2' 


676,549 


Cost of Operatio n (FY 1972) 
Appropriated Funds 
Trust Fund 
Positions Authorized 
(full time permanent) 


$222,258 

35,242 

16 


$315,439 

69,090 

22 


$329,270 

108,810 

20 


$359,949 

204,798 

29 


$434,329 

768 

26 


$567,877 

113,083 

37 


— Hoover Park no.w administered by National Park Service. 
~ Library building, 55,000; museum building, 28,677. 
^Library building, 44,784; museum building, 25,910. 
—'Family Home. 
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